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1. WASH CALL SIGN FOR 

2. YOUR CALL 


DIRECT CIRCUIT IS 


25X1A 


FOR ALL MANUAL CIRCUITS. 

3. WASH ON 18670 KCS. 1200 TO 1600 ZEBRA DAILY EFFECTIVE ONE SEVEN DECEMBER, 
li. AWAITING YOUR MIEQS. 
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